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Message Text 

CONFIDENTIAL 

PAGE 01 SEOUL 02803 070710Z 
ACTION OES-07 

INFO OCT-01 EA-10 ISO-OO ACDA-12 CIAE-00 INR-10 IO-13 
L-03 NSAE-00 NSC-05 EB-08 NRC-05 SOE-02 DODE-OO 
SS-15 SP-02 CEQ-01 PM-05 /099 W 

032393 070712Z/15 

P R 070653Z APR 78 
FM AMEMBASSY SEOUL 
TO SECSTATE WASHDC PRIORITY 0304 
DOE WASHDC PRIORITY 
DOE GERMANTOWN PRIORITY 
INFO AMEMBASSY TOKYO 

CONFIDENTIAL SEOUL 2803 

DEPT FOR OES/NET/RD D. HOYLE 

DOE WASHDC R. WILLIT 

DEPT PASS NRC J. LAFLEUR 

TOKYO FOR J. BLOOM AND W. HENOCH 

E.O. 11652: GDS 
TAGS: ENRG TECH KS 

SUB J : KO-RI 1 FULL POWER ACCEPTANCE TEST ATTEMPTS 

REF: A. SEOUL 2661, B. SEOUL 2430 

1 . FULL POWER 100 HOUR ACCEPTANCE TEST BEGAN MARCH 31 (REF- 

TEL A) WAS UNSUCCESSFUL BECAUSE VALVE STEM OF A MAIN FEEDWATER 
CONTROL VALVE (VALVE WHICH PREVIOUSLY HAD STICKING AND 
DRIFT PROBLEMS, REFTEL B) BROKE. THE REACTOR WAS HELD IN 
HOT STANDBY CONDITION WHILE SECONDARY SYSTEM REPAIRS WERE 
COMPLETED. 

2. A SECOND ATTEMPT TO COMPLETE FULL POWER 100 HOUR 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 SEOUL 02803 0707 10Z 

ACCEPTANCE TEST BEGAN 1700 HOURS. APRIL 5 WITH THE REACTOR 
AT FULL POWER AND ELECTRICAL OUTPUT AVERAGING 590 MWE 
ON AN HOURLY BASIS. ACTUAL OUTPUT HAS BEEN VARYING WITH- 
IN A 587 MWE - 592 MWE RANGE. 

SNEIDER 
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Original Classification: CONFIDENTIAL 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 
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Previous Handling Restrictions: n/a 
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Review Release Date: n/a 
Review Release Event: n/a 
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Subject: KO-RI 1 FULL POWER ACCEPTANCE TEST ATTEMPTS 
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